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NEIGHBORHOOD 
AND COMMUNITY 
SERVICES STANDING 
COMMITTEE 



OFFICE OF CONTRACTING 
AND PROCUREMENT 


September 25, 2019 


HONORABLE CITY COUNCIL: 

The Purchasing Division of the Finance Department recommends a Contract with the 
following firm(s) or person(s): 

6002369 100% City Funding - To Provide Park Renovations at Laker Park. Services 

include Installation of a Picnic Shelter, Four (4) Tables, ADA Table, One (1) 
Grill, One (1) Coal Bin and Two (2) Trash Tipping Rings. - Contractor: 
Michigan Recreational Construction, Inc. - Location: 18631 Conant, Detroit, MI 
48234 - Contract Period: Upon City Council Approval through September 16, 
2020 - Total Contract Amount: $79,710.00. GENERAL SERVICES 


Respectfully submitted, 


Boysie Jackson, Chief Procurement Officer 
Office of Contracting and Procurement 

BY COUNCIL MEMBER SHEFFIELD _ 

RESOLVED, that Contract No. 6002369 referred to in the foregoing communication 
dated September 25, 2019, be hereby and is approved. 



Cttp of Detroit 

CITY COUNCIL 



RAQUEL CASTANEDA-LOPEZ 

COUNCIL MEMBER 
DISTRICT 6 

MEMORANDUM 


TO: 

Brad Dick, Director, GSD 

THRU: 

Council President Brenda Jones 

FROM: 

Council Member Raquel Castaneda-Lopez 

DATE: 

September 23, 2019 

RE: 

GSD: District 6 DFD Concerns 



Please respond to the following questions regarding the Detroit Fire Department: 

1. During a recent visit to fire houses in District 6 it came to my attention that the ground maintenance 
falls to the firefighters on site. 

a. Whose responsibility is it to maintain the grounds at each fire house/engine? 

b. If it is not GSD's, how do we shift this to GSD's purview? 

c. What are the staff and budgetary implications for doing this? 

2. What is the status of completing the following capital improvement projects at: 

o Engine 29, 7610 W Jefferson: Roof repair 

o Ladder 22, 6830 McGraw: Roof and gutter repair and window replacement 

3. Engine 34 (6345 Livernois) has experienced multiple power outages. 

a. What can be done to improve the facility to prevent this? 

b. What outreach has been done to DTE to address this problem? 

c. Lastly, when a generator has been supplied to the fire house it is placed in the alley with a 
padlock. Due to the dangerous conditions in the alley, can the generator be placed in the 
parking lot? 


Cc: Honorable Detroit City Council 

Stephanie Washington, Mayor’s Liaison 
Louise Jones, City Clerk’s Office 




Coleman A. Young Municipal Center 2 Woodward Ave., Suite 1340 Detroit, Michigan 48226 
Phone: 313.224.2450 Fax: 313.224.1189 
councilmemberraquel@detroitmi.gov 



